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E.O. 11652: N/A 
TAGS: ETRD.CH, US 

SUBJECT: GEO SPACE CONTRACT WITH PRC FOR SALE OF SEISMIC 
EQUIPMENT 
REE: PEKING 1691 

FIRST INDICATION THAT WE HAD OE CONCLUSION OE THIS SALE 
WAS A DECEMBER 18 TELEPHONE CALL EROM GEO SPACE VICE 
PRESIDENT RAYMOND EOX TO EA/PRCM (FREEMAN). MEMCON HAS 
BREN POUCHED TO ADDRESSEES. COX INDICATED THAT GEO SPACE 
SALE WAS FOR $5,559,000 WORTH OF SEISMIC EQUIPMENT AND 
THAT 22 TECHIMPORT TECHNICIANS WISHED TO ARRIVE IN HOUSTON 
FOR TRAINING IN APRIL 1974. COX PROMISED TO SEND COPIES 
OF FUTURE CORRESPONDENCE WITH TECHIMPORT TO EA/PRCM AND 
USLO. KISSINGER 
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